

PRIOR TO THE RETURN OF THIS APPLIANCE TO THE CUSTOMER, 
ANO UPON COMPLETION OF SERVICING, SERVICE PERSONNEL ARE 
REQUIRED TO TEST THIS UNIT FOR ADEQUATE INSULATION 
RESISTANCE BETWEEN THE POWER SUPPLY ANO EXPOSED PARTS. 


NOTES ' 

UNLESS OTHERWISE SPECIFIED* 

1. ALL RESISTORS ARE EXPRESSED IN OHMS AND ARE 1/4W, 5%. 

2. ALL CAPACITORS ARE EXPRESSED IN MICROFARADS. 

3. ALL CERAMIC DISC CAPACITORS ARE ♦ /-20JC. 

♦. ALL RADIAL ELECTROLYTIC CAPACITORS ARE ♦/-20X. 

5. DENOTES HEATSINK TO CHASSIS. 

6. POWER SWITCH IS SHOWN IN THE "OUT" POSITION. 




























